ELLEN   TERRT
had only occurred for one or two nights, and the parts being so very inferior it would not be deemed necessary to correct the Bills. At the same time, to show that Charles Kean was an exact man, in December, 1855, pantomime Maid and the Magpie y Kate Terry, who played Fairy Paradisa, fell ill soon after the piece started, and Miss Rose Leclerq's name was immediately put in the Bill, in consequence of Kate Terry's, illness; within a fortnight she recovered, when her name resumed its place. In a few days she fell ill again, and Miss Rose Leclerq's name was again put in, and remained there till the end of the run. There can be no doubt, I think, that fhe White Cat, December, 1857, was
the   pantomime   in   which   our   Ellen __